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A 
Air conditioning in 
character for the British 
Council 6 
Airedale Air Conditioning 
Ltd 
New factory marks a 
good year’s progress 
for Airedale . 
Air heating and cooling 
coils a 


B 
Baltimore Aircoil Co Inc 
BAC’s fast European 
growth ; 
Barker, George and Co 
Ltd 
An advanced laminar 
flow test room for 
Barker. . ; a 
Better buildings by 
collaboration .. 
Bligh, S.W. Refrigeration 
Ltd 
New look Bligh for 
retail refrigeration 
Books and publications 
Acrow anniversary book 
Age of power, The 
Applications of refri- 
geration Vol 1 
Basic principles of auto- 
matic control. . 
BSRIA balancing 
manual ss 
CASEC guide .. : 
Cooling and freezing 
aboard fishing vessels 
Current trends in the 
refrigerated storage 
and transport of 
perishable foodstuffs 
EEC your questions 
answered 
Employers’ guide to the 
law on health, safety 
and welfare at work, 
The 
Engineering 
guides 
Export handbook 
Guide to mechanical 
draught evaporative 
cooling towers 
Handbook of compara- 
tive world steel stan- 
dards Zi 
Heat and power from 
the sun Me 
Heating, ventilating and 
air conditioning year 
book 
Heat pump bibliography 
oe 
Heat pump bibliography 
+. ane 
Heat transfer data book 
International dictionary 
of refrigeration 
IRWO names and 
addresses 
Lloyd’s in Arabic 
Machine shop manual 
Materials for cryogenic 
service — engineering 
properties of austenic 
stainless steel 
National Cold Storage 
Federation 1975 year 
book ‘ 


design 
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Refrigeration appli- 
cations to fish, fruit 
and vegetables in 
South East Asia 

Safety at work—a guide 
for management 

Thermostatic control— 
principle and practice 

Total energy _biblio- 
graphy 

Transport of perishable 
produce in_ refri- 
gerated vehicles 

British Refrigeration and 

Air Conditioning Asso- 
ciation (BRACA) 
Night out 
Annual report a 
CECOMAF comes to 
London 

Built-in services for com- 
fort and economy 

BW Freezers 
LiftoffforBW .. 


Cc 
Considerations for the 
future application of 
heat pumps 
Canada, ‘High powered’ 
air conditioning in 
CECOMAF comes to 
London wa 
Carrefour, A packaged 
refrigeration centre for 
a hypermarket 
Chasing success in’75 
Chrysler solid state starter 
CO2 refrigeration system 
for delivery of frozen 
foods 
Cold Spots 


Combined absorption and 
compression _refrigera- 
tion plant, A an 
Cosalt Coolair — _ ex- 
pansion through diver- 
sification 
Covent Garden environ- 
ments 
Cryogenics used for scrap 
fragmentation 


D 
Designing sandwich 
panels for cold store 
construction a 
Dunham-Bush chillers 
cool Ford car dipping 
plant ; 


E 
Electric Living Trade Fair 
report “3 me 
Electrical requirements 
for refrigeration plant 
Energy conservation in 
the seventies és 
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Energy saving and frozen 
foods in cash and 
carries. . ‘ ‘a 
Environmental services 
for new tobacco plant. . 
Environments for Les 
Halles 
Establishing 
values... 
Euroshop ‘75, Refrigera- 
tion at by 
Exporters hit back at 
critics 5% = 


insured 


- 
Failures of refrigerator 
compressors caused by 
by liquid refrigerant. . 
Fluorocarbon refrigerants, 
New findings shed light 
on reactions of ; 
Forecasting the size of the 
refrigeration market in 
the UK soe 
Frankfurt, more from 
Freeze catering experi- 
ment for Newcastle 
Hospital 
Freezer guide 
Part one 
Part two.. 
Funding for 
Transfer Tax 


Capital 


G 
German freezer manu- 
facturer produces 
insulation panels for 
its own production .. 
Gould Contardo—new 
solutions to old prob- 
lems , 
Grasso, a new compressor 
Ground freezing for civil 
engineering applica- 
tions . ey 


H 
Hall-Thermotank, training 
emphasis at 
Hamilton Valve Co Ltd 
Hamilton takes off 
Harrison-Page (Refri- 
geration) Ltd 
Fruit storage and 
other work by 
Heat storage systems for 
air conditioning 
Heat reclaim at Clock Mill 
Heating and Ventilating 
Contractors’ Associa- 
tion Refrigeration and 
Unit Air Conditioning 
Group ! 
A contractors’ mile- 
stone at Banbury 
Helpman NV 
Fifty years—plus one— 
of refrigeration tech- 
nology * 
Hemmings, super growth 
for 
‘High powered’ air con- 
ditioning in Canada 
Hubbard—a driving force 
in vehicle refrigeration 
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! 
Ice bank cooling system 
for vegetable stores, an 
Institute of Refrigeration 
Annual dinner 
Italy 
Gould Contardo 
Mostra Convegno 
Ocean, Investment, 
volume and _ product 
specialisation pay off 
for 


J 
Jordon—10 years of 
refrigeration 


L 
Les Halles, Environments 
for 
Letters 


Law—see Trade and the 
law 


M 
Minikay Ltd 
20 years of air curtain 
manufacture 7 
Modernisation scheme 
using the IED concept. . 
Mostra Convegno 
A low interest pattern 
at Italian industry ex- 
hibition 
Gould Contardo—new 
solutions to old 
problems 


ie) 
Ocean, Investment, 
volume and_ product 
specialisation pay off 
for a 
On the shelf—see Books 
and publications 
Out in the field 
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R 

Refrigerants — ‘don't 
panic’ says UK scientist 
Refrigeration and air con- 

ditioning in industry 
Refrigeration and energy 
supply for air condi- 
tioning equipment on 
passenger rail 
coaches ; 
Retail air conditioning— 

a growth market 

Royal dig at domestics, A 


Ss 
Searle investments pro- 
vide capacity for growth 
Selling—a home spun 
philosophy 


Service hints 
Electric defrost timers 
Floodback on start 
Maintenance : 
Motor compressor 
burn-out os 
Packaged air con- 
ditioners 
Reducing call- backs 
Replacing a com- 
pressor 
Smoothing the way 
for the service man 
Stitch in time 
Soft ice cream ma- 
chines 
Service and maintenance 
of air conditioning and 
industrial _refrigera- 
tion plant and equip- 
ment, The a3 


SF Air Treatment Ltd 

SF air conditioning 

ordered for North Sea 

oil platforms : 

SF and energy saving. . 

Speciality Refrigeration 

Speciality is the name 

of the game : 
Strictly financial .. 


T 

Tax relief against stock 

appreciation : 

Trade and the law, The 
Advisory service 
Employment 

protection 
Health and = at 
Work 
How not to get con- 
ned oy 
Industrial relations es 
Redundancy poser, A 
Sex discrimination 
bill 

Tube ice on the water- 

front 


Vv 
Veteran refrigerationist 
remembers, A 
Conference 
conclusions 

Extra mural activities 
‘Fiddles’ 

Gem of an industry, A 
Prophets and loss .. 
Transition 


Ww 
White City spectacular 
as LRS breaks all 
records = ae 
Whither refrigeration’s 
biggest customer ? 
Willison, total investment 
is helping grow. . 


Y 

York Division of Borg- 
Warner 

A British factory to 

serve Europe—and 

beyond ae ahs 

Yorkshire Refrigeration 

Association 
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